AMENDMENT NO. 1 NOVEMBER 2022 
TO 


IS 10589 : 1983 SPECIFICATION FOR EQUIPMENT FOR SUBSURFACE SOUNDING OF 
SOILS 


(Page 3, clause 0.4, line 4) — Substitute ‘IS 2 : 2022’ for ‘IS : 2-1960’. 
(Page 3, footnote t) — Substitute the following for the existing footnote: 
‘Rules for rounding off numerical values (second revision)’. 
(Page 4, clause 2.1, line 5) — Substitute ‘IS 2102 (Part 1) : 1993’ for ‘IS : 2102 (Part I) - 1980’. 
(Page 4, footnote *) — Substitute the following for the existing footnote: 


‘General tolerances: Part 1 Tolerances for linear and angular dimensions without individual tolerance indications 
(third revision)’. 


[Page 5, Table 1, SI No. i) and ii)] — Substitute ‘IS 5517 : 1993’ for ‘IS : 5517-1978’. 


[Page 5, Table 1, SI No. iii)] — Substitute “The weight of the hammer shall be 63.5 kg’ for “The weight shall 
be 65 kg’. 


[Page 5, Table 1, Sl No. iii), iv) b) and iv) c)] — Substitute ‘IS 1875 : 1992’ for ‘IS : 1875 — 1978’. 


[Page 5, Table 1, SI No. iv) a)] — Substitute ‘IS 1239 (Part 1) : 2004’ for ‘IS : 1239 (Part I)-1979’, and ‘IS 
2062 : 2011’ for ‘IS : 226-1975’. 


(Page 5, footnote *) — Substitute the following for the existing footnote: 
‘Steels for hardening and tempering — Specification (second revision)’. 
(Page 5, footnote +) — Substitute the following for the existing footnote: 
‘Carbon steel billets, blooms, slabs and bars for forgings — Specification (fifth revision)’. 
(Page 5, footnote t) — Substitute the following for the existing footnote: 
‘Steel tubes, tubulars and other wrought steel fittings — Specification: Part | steel tubes (sixth revision)’. 
(Page 5, footnote §) — Substitute the following for the existing footnote: 
‘Hot rolled medium and high tensile structural steel — Specification (seventh revision)’. 


(Page 16, clause 4.1.1) —Substitute the following for the existing clause and its Note: 


Amendment No. 1 to IS 10589 : 1983 


‘4.1.1 BIS Certification Marking 


The equipment conforming to the requirements of this standard may be certified as per the conformity assessment 
schemes under the provisions of the Bureau of Indian Standard Act, 2016 and the Rules and Regulations framed 
thereunder, and the equipment may be marked with the Standard Mark.’ 


(CED 43) 
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